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Foreword Regarding Classification Scheme of the Boston 
Medical Library. 


The classification scheme now in use by the Boston Medical 
Library is the result of a gradual development extending over a period 
of thirty-seven years. 

In 1879 the scheme then in use was remodeled by Dr. Chadwick 
and Mrs. Collins, the cataloger, along the lines of the Index Medicus, 
but with some important modifications, which will be noted later. In 
recent years it has been elaborated and thoroughly revised to conform 
with modern advances in medicine. 

In dealing with such a subject as medicine, with its many rami- 
fications into other fields and its complicated and interlocking sub- 
jects, it is necessary to have an elastic and comprehensive scheme, and 
one of a rather broad nature, as experience has taught us that it is 
exceedingly difficult to assign material to a scheme with many minute 
sub-divisions. 

In formulating this classification, we have tried to look on medi- 
cine in its broadest aspect and with a view to co-ordinating the various 
specialties into a scheme which will bring related subjects together and 
all material on a subject into one division. 

We have attempted to refrain from any bias of an anatomical, 
physiological, pathological, clinical or surgical nature. In our later 
revision we have carried out our ideas so far as is practicable from 
an economical standpoint. If we could start all over again, we would 
make some few changes of a theoretical nature, but which in their 
present assignment do not affect the practical working of our scheme. 

On referring to the schedule it will be noted that section one com- 
prises the general reference works, history of medicine and related 
subjects. Next in order will be found the sections dealing with the 
so-called biological sciences, then medicine with its many sub-divisions 
and specialties, science and sociology and the various periodical and 
serial publications. It is elastic and can be further sub-divided, or 
by using only the main divisions can be adapted to a small collection. 

On comparison with other systems it will be seen that the present 
plan presents a more logical sequence of subjects than will be found in 
many classifications. In some, related subjects are widely separated 
and even some of the subjects are divided and then separated, in others 
an alphabetical arrangement prevails, while in others a hap-hazard 
policy seems to be the rule, which all tend toward separation of sub- 
jects. 

Attention is called to the absence of the so-called “miscellaneous” 
section, which is present in some schemes. The presence of such a 
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section is an indication of weakness, as all material should be assign- 
able in a good classification scheme. 

Our scheme differs from the Index Medicus in that it brings 
together under one heading all material of a special nature. Everything 
relating to a system of organs or individual organs, whether of an 
anatomical, physiological, pathological, clinical or surgical aspect, is 
put in one place. In the Index Medicus the opposite is the rule, in 
which, if one wishes to find everything on the heart it is necessary to 
look under anatomy, physiology, medicine, surgery, etc., while with our 
scheme everything relating to the heart is brought together in one 
place. In our system the sections on the biological sciences, practice 
of medicine, pathology, bacteriology, therapeutics, surgery and pedi- 
atrics are of a general character. 

This has proved a most satisfactory scheme for the needs of the 
physician and surgeon, and at the same time has been of great value 
to the special worker. 

The notation used is a simple arrangement of numbers for the 
main divisions, letters for the sub-divisions and an arbitrary number 
for each work. It has proved very successful in practice, and we find 
that books in all languages and by authors of various nationalities can 
be procured from the stacks in a shorter time by boys or girls of little 
experience than by any other system. 

It particularly lends itself to congested conditions, which are not 
uncommon in medical pogo 

We are familiar with the Dewey, Cutter, L. C., and other systems, 
and their theoretical excellence, and havng used one of them over an 
extended period, we would not consider exchanging our simple arrange- 
ment for any of them. 

The various author systems require a large accession space for 
their best development, while a misplaced point or a forgotten numeral 
in the Dewey classification works havoc with the system, and they all 
require keen application on the part of the public in order to write 
properly the call numbers. 

The Library of the Harvard Medical School in reclassifying its 
books has adopted the Boston Medical Library’s classification, and one 
of the largest medical libraries in this country has now under con- 
sideration the question of reclassification of its collection according to 
our scheme. 

Because of the difficulties attendant upon linotype composition it 
has been found impracticable to follow out the complete typographical 
arrangement of the original copy, in which detail and relationship are 
made much clearer by the use of indentation and capitalization of 


varying degree. James F. Batvarp, 
Assistant Librarian. 
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1A 


1B 
1Ba 


1Bb 
1Bc 


1C 
1Ca 


1D 
1E 


lEa 
1Eb 


1Fh 
1Fm 


1Fn 
1G 


1H 
1Ha 


1Hb 
IJ 


1K 
1L 
1M 
1Mh 
1Mi 
1Mj 
1Ms 
1Mv 
IN 


General Reference Works. History of Medicine. 
Special Collections. 


General Reference Works. Encyclopedias. Language 
Dictionaries. 
General Bibliography. 
Special Bibliography. 
Sales Catalogues. 
Publications of Societies and Institutions. 
Personal Bibliography. 
See plso Bibtiography, Individual. 
Publications relating to special subjects are classified 
with the subjects. 
Libraries and Library Science. 
Medical and Scientific Libraries. 
Catalogues, Reports, Rules and Regulations. 
Medical dictionaries and medical terminology. 
Medical and general biography, collective. Biograph- 
ical dictionaries. 
Medical and general biography, individual. Memoirs 
and recollections. 
Portraits of physicians and scientists. 
History of medicine. 
History of hospitals, institutions and societies. 
History of medals and seals relating to medicine and 
allied sciences. 
See also Storer Collection of Medals. 
Memorabilia. 
Anecdotes, facetiz, poetry, plays, novels, tales and 
character sketches. 
Physician in Literature. 
Curiosities of Medicine. 
Collected works of individual authors. Complete works. 
Collected papers. Minor collections of individual, au- 
thors. 
Non-medical works written by physicians. 
Collections of works by several authors. 
Dissertations, Theses, Orations, Prize Essays. 
Memorial Contributions, Festschrifts. 
Manuscripts. Autograph letters. 
Broadsides. Newspaper cuttings. 
Special collections. 
Chadwick collection of Holmesiana. 
Incunabula. 
Japanese and Chinese collection. 
Slavic collection. 
Rare and valuable works. 
Medical education. 
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1P 
1Pw 


Ik 


1S 


2A 


2Ah 


2Am 


2B 


2C 
2D 
2E 
2F 
2G 





Medical and _ scientific schools. School associations, 
clubs, etc. 

Medical ethics. 

Women as _ physicians. 

Controversies and quarrels of physicians. 

Medical and Scientific Societies, Congresses, Conventions 
and Exhibits. Organization, aim, scope and utility. 
Medical and scientific societies, congresses, conventions 

and exhibits. 
By-Laws, Rules and Regulations, Publications not 
Clinical. 
Medical and scientific museums. 


2. Biology. 


General biology. 
Systems, Manuals, lext-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Nomenclature. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
General Morphology and Physiology of the Organism. 
Heredity. Eugenics. 
General cytology. 
See also 2Z Zoology. 
“3 Anatomy. 


“ 3) Microscopy. 

“ “4 Physiology. 

“  * —19L Psychology. 

“ “ 34L Medical Jurisprudence. 


34M Medical Jurisprudence. 
“  * —36B Botany. 
Animal Experimentation. Vivisection. 
See also 4Ah Experimental Physiology. 
“ “6D Experimental Medicine. 
8Ah Experimental Pathology. 
Anthropology and Ethnology. 
Anthropometry. 
Craniology. 
Phrenology and Physiognomy. 
Criminal anthropology. Degeneracy. 


e “ce 
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2H 


2Z 


3A 


3Ah 


3B 
3C 


3D 
3E 


3G 
3H 
3] 

3K 
3L 


Sexual question. 
Sexual Instinct. Normal and Abnormal. 
Sexual Hygiene. Celibacy. Chastity. 
See also 2Am Biology. 
“  —36T Sexual Ethics. 
Zoology. 
See also 31K Comparative Anatomy. 
* —*  19L, Comparative Psychology. 
4C Comparative Physiology. 
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3. Anatomy. 


Human anatomy. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses. Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Nomenclature. 
Legislation. 
Study, Teaching and Research. 
Institutes and Schools. 
Laboratories, Methods and Apparatus. 
Museums, 
See also 1N Medical Education. 
Artistic anatomy. 
Regional anatomy. 
See also 23B Surgical anatomy. 


“ “15 Circulatory system. 

“ “16 Digestive system. 
“17 Genito-Urinary system. 
ee ee 


19 Nervous system. 
Head and neck. 
See also 23P Surgery. Head and neck. 
Chest and Abdomen. 
See also 23Q Surgery. Chest. 
“23K Surgery. Chest and abdomen. 
Extremities. 
See also 18 Locomotor system. 
Embryolagy. 
Histology. 
Microscopy. 
Comparative anatomy. 
Anatomical variations. 
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4A 


4Ah 


4B 
4C 


4D 
4E 


4G 
4H 


5A 


5Ah 


5Am 


5B 


4. Physiology. 


Human physiology. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Study, Teaching and Research. Experimental Physiology. 
Laboratories, Methods and Apparatus. 
Museums, 
See also 1N Medical education. 
“ “2B Vivisection. 


Comparative physiology. 
See also 2A Biology. 
“  “ 36B Botany. 


Physiology of muscle and nerve. Electro-Physiology. 

Special Motor Mechanisms. 

See also 18C Locomotor system. 
“ * ~19C Nervous system. 
Physiology of the tissues. 

Action of Physical and Chemical Agents. 
Physiology of reproduction. Growth of the body. 
Animal heat. Temperature of the body. 

See also 5 M Metabolism and nutrition. 


Physiological Chemistry. Metabolism and Nutrition. 


Physiological chemistry. Medical chemistry. 
General. ; 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 


History and Literature. , 


Nomenclature. | 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. | 
General chemical composition of the animal body. 
Physico-chemical relations. Medical physics. | 
Proteins and allied substances. 
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6H 


5C 
5D 
5E 
5F 
5H 
5J 

5K 
5L 
5M 
6A 
6B 
6C 
6D 
6E 
6F 
6G 
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Enzymes. 

Pigments. 

Carbohydrates. 

Fatty acids, fats and allied substances. 
Miscellaneous organic substances. 
Inorganic substances. 

Toxins and antitoxins. See 8G. 
Colloids. 


Metabolism and nutrition. 


6. Theory and Practice of Medicine. 


Theories, principles and essentials of medicine. 
Medical Logic and Philosophy. 
See also 1F History of medicine. 
Special theories of medicine. 
Animism, Broussaisism, Brunonian Doctrine. 
Holopathy, Humoralism, Materialism, Rademacherism, 
etc. 
See also 6G Practice of medicine. 
“ — “ 6J Popular medicine. 
6M Special practices of medicine. 
Abuses and errors in medicine. 
Experimental medicine. 


“e “ce 


Practice of medicine. 
Systems, Manuals, Text-books and Treatises. 
Aphorisms, etc. 


See also 1N Medical education. 


“ “6A Theories, principles and essentials of 
medicine. 

“ _ “" 6J Popular or domestic medicine. 

“ “6M. Special practices of medicine. 

“ “7A Clinical medicine. 

“SIA State medicine. 

sé c 


34A Medical jurisprudence. 
Pastoral medicine. Clerical medicine. 
Medicine and Religion. 
See also 6P Christian Science. 
“ — * — 22V Psychotherapy. 
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6K 
6L 
6M 
6N 


6P 
60 
6R 
6S 
6T 
6U 
6V 
6W 


7A 


7Ah 
7B 
7C 
7D 
7E 


7F 
7G 
7H 


7J 
7K 


Popular or domestic medicine. 
See also 23T Wounds, Injuries and Accidents. 
“ * — 23U First aid. 


Special practices of medicine. Specialties and specialists. 
Botanic and Physio-medical Medicine. Thomsonianism. 
Chiropractic medicine. 

Christian Science. 

Chrono-thermal medicine. 

Dosimetric medicine. 


Eclectic medicine. e 
Homeopathy. 
Electro-homeopathy. 
Osteopathy. 
7. Clinical Medicine. 
General. 


Systems, Manuals, Text-books and Treatises. 
Charts, Forms, etc. 
Addresses. Lectures and Essays. 
History and Literature. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 


Collections of cases, Clinical reports, etc. 
See also 39 Hospital reports. 
Diagnosis and semiology. 
Systems, Manuals, Text-books and Treatises. 
Special symptoms. Crises and critical days. Prognosis. 
See also 16F Tongue. Semiology. 
“27D Skin. Semiology. 
“« — * — 27Q Nails. Semiology. 
“  * ~ 28D Eye. Semiology. 
Pulse. Sphygmograph. 
Blood Pressure. 
Temperature. Thermometry. 
See also 4H Animal heat. 
Chemical, bacteriological and microscopical diagnosis. 
See also 5A Physiological chemistry. 
“«  * 8N Chemical pathology. 
Blood and blood-serum. 
Excrements. Feces. 
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7L 
7M 
7N 
7P 


7R 


8A 


8Ah 


8B 


8D 
8E 


8F 
8G 


8H 


8k 
8L 


8N 
8R 


Sputum. 


Urine. 

Physical and instrumental diagnosis. 
See also 15E Heart. 
“« “20M Lungs. 

“  “ — 20N Pleura. 
Radioscopic diagnosis. Electro-diagnosis. 
See also 22W Radiotherapy. 

Surgical diagnosis. See 23D. 


8. Pathology. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Nomenclature. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
Museums. 
Classification of diseases. 
Causation, Development and Progress of disease. 
Periodicity and periodical diseases. 
Morbid and reactive processes. 
Inflammation and repair. 
Ten»erature changes. 
Fever. 
Infection. Immunity and immunization. 
Toxins and antitoxins. 
See also 22Y Serotherapy. 
Syncope. Shock. Collapse. 
Progressive tissue changes. 
Tumors. See 23K. 
Regressive tissue changes. 
Disturbances of development and malformations. 
Antenatal pathology. See 25L. 
Chemical pathology. 
Comparative pathology. 
Vegetable pathology. See 36D. 


41 








9A 


9Ah 
OB 
9C 
9D 


9E 
OF 


9G 
9H 
9 


OL 


10A 


10Ah 


10B 
10C 


10D 


9. Bacteriology. 



































Pathogenic micro-organisms. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Nomenclature. 
Study, teaching and research. 
Morphology, Physiology and Biochemistry. 
Classification. Identification. Differentiation. 
Immunity. See 8G. 
Pathogenic bacteria. 
Special bacteriology. 
Micro-organisms in relation to non-living surroundings. 
Air, soil and water. Nitrogen cycle. 
Milk, milk products and food-stuffs. 
Bacteriology in the arts and industries. 
Fermentation. Fungi, yeasts and molds. 
Vegetable bacteriology. 


10. Parasitology. Parasitic Diseases. Mycoses. 


Parasitology. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Nomenclature. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
Parasitism. 
Pathogenic hypomycetes and blastomycetes. 
Aspergillosis. 
Sporotrichosis. 
Blastomycosis. \ 
Favus and ringworm. See 27N. 
Pathogenic trichomycetes. 
Lepothrix, Cladothrix and Nocardia Mycoses. 
Mycetoma. Madura foot. 
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10E 
10F 
10G 
10H 
10J 


10K 
10L 


10M 
10N 
100 
10P 
100 


10R 


10S 
10T 


10U 
10V 
10W 


10Wa 
10Wf 
10Wt 
10X 


10Y 


11A 


Actinomycosis. 
Pathogenic spirochetes. 
Relapsing fever. 
Vincent’s angina. 
Yaws. 

Syphilis. See 12V. 
Protozoa. 

Sarcodina. 

Amebiasis. 
Mastigophora. 

Oriental sore. 

Trypanosomiasis. S‘eeping sickness. 
Leishmaniasis. Kala Azar. 
Infusoria.. 

Balantidium. 
Sporozoa. 

Piroplasmosis. 

Coccidiosis. 
Malarial fever. 
Helminthes. 
Trematodes. 

Distomiasis. 

Bilharziasis. 

Teniasis. 

Cestodes. 
Echinococcus disease. 
Nematodes. 

Ascariasis. 

Dracontiasis. 
Ankylostomiasis. (Hook worm.) 
Iilariasis. 

Trichiniasis. 

Acanthocephala. 

Hirudinea. 

Arthropoda. Medical entomology. 

Arachnida. 

Insects. 

Parasites and pseudo-parasites of putrefaction. 


11. Diseases Due to Specific Infection. 


Infectious Diseases. 

General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
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11B 


11C 
11D 
11E 
11F 
11G 
11H 
11J 

11K 
11L 
11M 


11N 
110 
11P 
11Q 
11R 
11S 
11T 
11U 
11V 
11W 
11X 
11Y 
11Z 


12A 
12B 
12C 
12D 
12E 
12F 
12G 
12H 
12] 

12K 
12L 
12M 


12N 
120 
12P 


History, Literature and Statistics. 
Epidemics. 
Study, Teaching and Research. 
See also 8G Infection. 
“32 Quarantine. 


“e “ce 


tion. 
Anthrax. 
Blackwater Fever. 


Cerebrospinal Meningitis. Spotted fever. 
Cholera Asiatica. 

Colon Bacillus Infections. 

Dengue. 


Diphtheria. 
Dysentery (Bacillary ). 

See also 10L Amebiasis. 
Erysipelas. 
Foot and Mouth Disease. 
Glanders. 
Glandular Fever. 
Hydrophobia. 


- Influenza. 


Leprosy. 

Infectious Jaundice. 

Measles. 

Miliary Fever. Sweating Sickness. 

Parotitis. 

Plague. Pest. 

Pneumonia. Pneumococcic Infections. 
12. Diseases Due to Specific Infection. 

Acute Poliomyelitis. 

Rheumatic Fever. 

Milk Sickness. 

Rubella. 

Scarlatina. 

Septicemia. Pyemia. 


Smallpox. Variola. Varioloid. 
Vaccinia. Vaccination. 
Tonsillitis (Acute. ) 

Tetanus. 

Tuberculosis. 


See also 35F Infectious diseases of animals. 


Pulmonary Tuberculosis. 


Typhoid Fever. 
Typhus Fever. 


35F Infectious diseases of animals. 
Etiology, Diagnosis, Prophylaxis, Treatment, Disinfec- 


12R 
12S 
12T 
12U 
12V 


12W 
12X 
12Y 
12Z 


13. 


13Ah 


13B 
13C 
13D 
13E 
13G 
13H 


13J 
13K 
13L 
13M 
13P 


13Q 
13R 
13S 
13T 
13U 
13V 
13W 
13Y 
13Z 


Undulant Fever. Malta Fever. Mediterranean Fever. 
Varicella. 


Venereal Diseases. 
Gonorrhea. 
Syphilis. 
Whooping Cough. Pertussis. 


Yellow Fever. 


Disorders of Metabolism. Constitutional Diseases. 
Unclassified Diseases. Intoxications. 


Disorders of Metabolism. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
‘ Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
Auto-Intoxication. 


Diabetes Mellitus. 

Diabetes Insipidus. 

Gout. 

Hemachromatosis. 

Ochronosis. 

Inanition. 

Obesity. Lipomatosis. 

Rickets. 

Scurvy. Infantile Scurvy. 

Constitutional Diseases. 
Diseases of Old Age. 

Dropsy. Edema. 


Unclassified Diseases. 
Beriberi. 

Pellagra. 

Cancer. 

Intoxications. 
Alcoholism. 

Drug Habit. 
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14A 


14B 
14C 
14D 
14E 
14F 
14G 
14H 
14J 


14K 
14L 


14M 
14N 


140 
14P 


140 
14R 


14S 
14T 


14U 
14V 
14W 
14Y 


14. Blood, Lymphatics and Ductless Glands. 


Internal Secretions. 


Blood. 

General. 

Physiology. 

Diseases of the Blood. 

Anemia. 

Chlorosis. 

Hemophilia. 

Purpura. 

Erythremia. 

Cyanosis. 

Lymphatics and Ductless Glands. 

General. 

Anatomy. 

Physiology. 

Internal Secretions. 

Diseases, Abnormities, Injuries and Surgery of 
Lymphatics and Ductless Glands. 

Elephantiasis. 

Leukemia. 

Hodgkin’s Disease. 

Scrofula. 


Pituitary Body. 
Acromegaly. 
Spleen. 
Adrenals. 
Addison’s Disease. 
Thymus Gland. 
Thyroid and Parathyroids. 
Exophthalmic Goitre. 
Infantilism. 


15. Circulatory System. 


General. 
History and Literature. 
Anatomy of the Circulatory System. 
cial, 
Physiology of the Circulatory System. 
Special. 


General 
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the 


General and Spe- 





15D 


1I5SE 
15F 


16A 


16B 
16C 


16D 


16E 
16F 
16G 
16H 
16] 

16K 
16L 
16M 


17A 


17B 
17C 
17D 


17E 
17F 
17G 


17K 
17L 
17M 


Diseases, Abnormities, Injuries and Surgery of the Cir- 
culatory System in General. 

Heart and Pericardium. 

Arteries and Veins. 


16. Digestive System. 


General. 
History and Literature. 

Anatomy of the Digestive System. General and Special. 

Physiology of the Digestive System. General and Spe- 
cial. 

Diseases, Abnormities, Injuries and Surgery of the Di- 
gestive System in General. 

Abdomen. 

Mouth. Tongue. Esophagus. Pharynx. 

Stomach and Intestines. 

Appendix Vermiformis. 

Rectum and Anus. 

Liver, Gall-Bladder and Bile-Ducts. 

Pancreas. 

Peritoneum. Omentum. Mesentery. 


17. Genito-Urinary System. 


Genito-Urinary System. 

Diseases, Abnormities, Injuries and Surgery of the Gen- 
ito-Urinary Organs in General. 

History and Literature. 

Urinary Organs. 

Anatomy. General and Special. 

Physiology. General and Special. 

Diseases, Abnormities, Injuries and Surgery of the Uri- 

nary Organs in General. 

Kidneys and Ureters. 

Bladder. 

Urethra. 

Male Generative Organs. 

Anatomy. General and Special. 

Physiology. General and Special. 

Diseases, Abnormities, Injuries and Surgery of the Male 
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Generative Organs in General. 
17N Penis. 
170 Scrotum. Testicles and Seminal Vesicles. 
Prostate. 























Sexual Organs. Functional Disorders. 


18. Locomotor System. Orthopedics. 






Locomotor System. 


General. 
History and Literature. 

18B Anatomy of the Locomotor System. General and Spe- 

cial. , 
18C Physiology of the Locomotor System. General and Spe- 

cial. 
18D _— Diseases, Abnormities, Injuries and Surgery of the Mus- 

cles. 
18E _— Diseases, Abnormities, Injuries and Surgery of the Bones, 


Joints, Tendons, Ligaments and Fascia, exclusive of 
the Spine. 


18F Tuberculosis of the Bones, Joints, Tendons and Liga- 
ments. 
18G Venereal Disease of Bones, Joints, Tendons and Liga- 
ments. 
18H Tumors of the Bones, Joints, Tendons and Ligaments. 
18] Traumatism, Fractures and Dislocations. > 


18K Arthritis, Arthritis Deformans. Rheumatoid Arthritis. 
Chronic Rheumatism. 

18L =Acute and Chronic Diseases of Joints. 

18M Osteomyelitis and Periostitis. 

18N Diseases, Abnormities, Injuries and Surgery of the Spine. 

180 Surgery of the Extremities. Artificial Limbs. 


Hand and Foot. 
18P Orthopedic Surgery. \ 
18Q = Congenital and Paralytic Deformities. i 
18R Static and Postural Conditions. 


Care of Cripples. 


19A 
19Ah 
19B 
19C 
19D 


19Ie 


19F 
19G 
19J 


19K 
19L 
19M 
19N 


190 
19P 
190 
19R 
19S 
19Sa 
19T 
19U 
19V 


19W 


19Y 








19. Nervous System. 


Nomenclature. 
Study, Teaching and Research. 
General. 
History and Literature. 
Anatomy of the Nervous System. General and Special. 
Physiology of the Nervous System. General and Special. 
Diseases, Abnormities, Injuries and Surgery of the 
Nervous System in General. 
General Diseases of the Nervous System. 
Disturbances of Sensibility. 
Multiple sclerosis. 
Paralysis. 
Syphilis. 
Toxic conditions. 
Tuberculosis. 
Tumors. 
Vertigo. 
Neuroses. 
Trophoneuroses. 
Brain. 
Diseases, Abnormities, Injuries and Surgery. 


Psycho‘ogy, Metaphysics, Philosophy. 
Mental Hygiene. 
Physio-Psychological Obscurities. | Mental Delusions. 
Psychical Research. Spiritism. 

Psychopathology. Psychoanalysis. 
Disorders of Sleep. 
Disorders of Speech. 
Mental Defectives. Idiots. 
Mental Disorders. Insanity. 
Artistic and Literary Productions of the Insane. 
Jurisprudence of Insanity. 
Care of the Insane. 
Meninges. Cerebral and Spinal. 

Diseases, Abnormities, Injuries and Surgery. 
Spinal Cord. 

Diseases, Abnormities, Injuries and Surgery. 
Nerves. Cranial, Spinal and Peripheral. 
Diseases, Abnormities, Injuries and Surgery. 
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20B 


20C 
20D 


20F 


20G 
20H 
20J 

20K 
20L, 
20M 
20N 
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21A 


21B 
21M 


21Mh 


21N 


21. 


20. Respiratory System. 


General. 
History and Literature. 
Anatomy of the Respiratory Organs. General and Spe- 
cial. 
Physiology of the Respiratory Organs. General and 
Special. 
Diseases, Abnormities, Injuries and Surgery of the Res- 
piratory Organs in General. 
Upper Air Passages. Laryngology. 
Diseases, Abnormities, Injuries and Surgery in General. 
Nose and Accessory Sinuses. Naso-Pharynx. 
Throat. Tonsils. Uvula. 
Larynx and Trachea. 
Chest. Male Breast. 
Bronchi. 
Lungs. 
Pleura. 
Mediastinum. 


Medical Geography, Climatology and Meteorology. 
Diseases of Hot and Cold Countries. 


Geography. 

General. 
Atlases, Maps, Gazeteers. 
Guide Books. Travels. 
Geographical Distribution of Disease. 

Climatology and Meteorology. 

Tropical Medicine. 

General. 
Systems. Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 

History and Literature. 
Study, Teaching and Research. 

Laboratories, Methods and Apparatus. 

Museums, 

Tropical Climatology. 
Incidence of Disease in the Tropics. 
Tropical Hygiene. 
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21P 
210 


21R 
21Z 


22. 


22A 


22Ah 


22B 
22C 


22Ch 


22D 


22E 

22Ka 
22Eb 
22Ec 
22kd 
22Ke 
22h-f 
22g 


22Eh 
22K j 


at 


Etiology, Diagnosis, Semiology, Prognosis and Treat- 
ment of Tropical Diseases. 
Tropical Fevers. 
See also 11 and 12 Infectious Diseases. 
Unclassified and Undetermined Tropical Diseases. 
Hygiene and Diseases of Cold Countries, 


Therapeutics. Pharmacology, Materia Medica and 
Pharmacy. 


Therapeutics. 
reneral. 
Systems, Manuals, Text-books and Treatises, 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Study, Teaching and Research. 

Laboratories, Methods and Apparatus. 
Prescription and Administration of Medicines. 
Pharmacology and Materia Medica. Medical Botany. 

Herbals. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Nomenclature. 
Study, Teaching and Research. 

Laboratories, Methods and Apparatus. 

Drugs. Physiological Action, Incompatibility and Classi- 
fication. 

Particular Drugs and Classes of Drugs. 

Anesthetics. 

Anthelmintics. 

Antiseptics and Disinfectants. 

Cardiac Sedatives and Stimulants. 

Counterirritants. 

Diuretics, Eliminatives, Emetics and Purgatives. 

EKmmenagogues and Oxytocies. Aphrodisiacs and An- 
aphrodisiacs. 

Hypnotics and Nervous Sedatives. 

Vaso-motor Depressants and Stimulants. 
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22H 


22Hh 


22) 


22K 
22L 


22M 
22N 
22Nf 
22Ng 
22Ni 


220 


22P 
220 
220m 
22R 
22S 


22T 


Proprietary, Commercial and Patent Medicines. Secret 
Remedies and Nostrums. 
Formularies and Collected Prescriptions. _Pharmaco- 
peias and Dispensatories. 
Pharmacy. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
Pharmaceutical Chemistry and Technology. Weights and 
Measures. 
Pharmaceutical Preparations. 
Remedies Other Than Drugs. 
Actual cautery. 
Heat and cold. 
Inhalations. 
Metallotheraphy. 
Music as a remedy. 
Occupationtherapy. 
Rest-cure. 
Aerotherapy. Pneumatotherapy. Oxygen. 
Dietetics. 
Foods and Beverages. 
Beer, Wines and Liquors. , 
Inspection, Adulteration and Hygiene of Foods and Bev- 
erages. 
Electrotherapy. 
See also 19 Nervous System. 
“20 Nose and Throat. 


“ “23 Surgery. 
“ 24 Gynecology. 


27 Dermatology. 
“ ° ®@® Ear. 
Enteroclysis. Iiypodermolysis. Lavage. 
Hydrotherapy and Balneology. 
Health Resorts. 
Hyperemia. Counterirritation. Acupuncture. Cupping. 
Leeching. Venesection. 
Massage. Physiotherapy. Mechanotherapy. Exercise. 
Gymnastics and Athletics. Vibration. 
Nursing. 








22U 
22V 


22W 


22Y 
22Z 


23A 


23Ah 


2313 
23D 
23E 
23F 
23G 


23H 
23] 


23K 
23L 


23M 
23N 


230 
23P 


Organotherapy, Animal Extracts. 

Psychotherapy. Mental Healing. Hypnotism. Mesmer- 
ism. Suggestive Therapeutics. Animal Magnetism. 
Radiotherapy. Phototherapy. 

Serotherapy. Vaccinotherapy. 

Transfusion. Injection. 


23. Surgery. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
Surgical Anatomy. 
Surgical Bacteriology. 
Surgical Diagnosis. 
Surgical Pathology. See 8. 
Surgical Therapeutics. Electricity. Galvanosurgery. 
Nursing. 
Asepsis and Antisepsis. 
Surgical Anesthesia. 
Surgical Instruments and Apparatus. 
Surgical Diseases. 
Bed-sores. Ulcers. 
Abscess. Phlegmon. 
Fistulae. 
Contractions. 
Tumors and New Growths. 
Operative Surgery. 
General. 
Systems, Manuals, Text-books and Treatises. 
Technique. 
Hemorrhage. 
Postoperative Treatment. 
Minor Surgery. Bandaging. [laster. 
Plastic Surgery. Reparative Surgery. 
Skin-grafting. 
Paraffin Prosthesis. 
Transplantation of Organs and Tissues. 
Regional Surgery. 
Head and Neck. 


53 





24Ah 
24B 
24C 


24D 
24E 
Z4F 
24G 
24L 
24M 
24N 
240 


24P 
240 
24R 
24S 


Chest. 
Abdomen and Pelvis. 
Hernia. 
Extremities. See 180. 
Wounds, Injuries and Accidents. 
See also 18) Fractures and Dislocations. 
Emergency Surgery. First Aid. 
Asphyxia. Drowning. 
Foreign Bodies. 
Gunshot Wounds. 
Diseases Due to Physical Agents. 
Heat. Cold. 
Electricity. Lightning. 


24. Gynecology. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors, 
Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Anatomy of the Female Generative Organs. General and 
Special. 
Physiology and Hygiene of the Female Generative Or- 
gans. 
Puberty. Menstruation. Ovulation. Menopause. 
Gynecologic Examinations. 
Functional Disorders. 
Tuberculosis of the Female Genitals. 
Relation of the Female Genitals to Other Organs. 
External Genitals. 
Vagina. 
Uterus. 
Fallopian Tubes, Ovaries and Ligaments (broad, round 
and ovarian). 
Female Urinary Organs. 
Genital Fistulz. 
Female Breast. 
Female Pelvis. 





26Ah 
26B 
26C 
26D 
26E 


26F 


25. Obstetrics. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Legislation. 
Study, Teaching and Research. 
Obstetrical Instruments and App*iances. 
Pregnancy. Physiologic. 
Diagnosis, Signs and Duration of Normal Pregnancy. 
Hygiene and Management of Pregnancy. 
Multiple Pregnancy, 
Pregnancy. Pathologic. 
Diseases of the Deciduz, Chorion and Amnion. 
Placenta and Umbilical Cord. 
Diseases of the Genitals in their Relation to Pregnancy. 
Premature Interruption of Pregnancy. 
Systemic and General Diseases and Pregnancy. 
Toxemia of Pregnancy. Eclampsia. 
Ectopic Gestation. Cornual Pregnancy. 
Antenatal Physiology. Antenatal Pathology. 
Deformities and Monstrosities of Fetus. 
Labor. Physiologic. 
Hygiene and Management. 


Labor. Pathologic. 

Fetal Dystocia. 

Maternal Dystocia. 

Puerperium. Physiologic. 
Hygiene and Management. 

Puerperium. Pathologic. 


26. Pediatrics. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Hygiene and Management of Children 
Nutrition of Children. Infant Feeding. 
Etiology, Diagnosis, Semiology, Prognosis and Treat- 
ment of Diseases in Children. 
The New-Born Infant. 
Diseases, Abnormities and Injuries. 


Surgery of Children. 
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27. Dermatology. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Museums. 
Anatomy of the Skin. 
Physiology and Hygiene of the Skin. 
Etiology, Diagnosis, Semiology, Prognosis and Treat- 
met of Diseases of the Skin. 


Hyperemias and Inflammations. 

Drug Eruptions and Occupational Skin Diseases. 

Hemorrhages. 

Hypertrophies. 

Atrophies. 

Tumors and New Growths. 

Neuroses. 

Infections of the Skin. 

Parasitic Diseases of the Skin. 

The Appendages to the Skin. 
Anatomy, Physiology and Hygiene. 
Diseases, Abnormities, Injuries and Surgery. 

Nails. 

Hair and Hair-fo!licles. 

Sebaceous and Sweat-glands. 


28. Ophthalmology. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors, 
Collections. Several authors. 
History, Literature and Statistics. 
Legislation. 
Study, Teaching and Research. 
Anatomy of the Eye. General and Special. 
Physiology and Hygiene of the Eye. 
Etiology, Diagnosis, Semiology, Prognosis and _ Treat- 
ment of Diseases of the Eye 
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28F 
28G 
28H 
281 

28] 

28K 
28L 
28M 
28N 


280 
28P 
280 
28R 


28Rb 


28S 
28T 


29A 


29Ah 


29B 
29C 
29D 


29E 
29F 


29G 


29H 








Examination of the Eye. 
Methods, Instruments and Appliances. 
Refraction. Normal and Abnormal. 
Color Perception. Normal and Abnormal. 
Glaucoma. 
Eyelids. 
Conjunctiva. 
Cornea and Sclera. 
Uvea (Choroid, Ciliary Body and Iris). 
Retina. 
Crystalline Lens and Capsule. 
Cataract. 
Vitreous. 


Muscles of the Eye. 

Optic Nerve. Disturbances of Vision. 
Amblyopia, Amaurosis, Scotoma, Hemianopsia. 

Blindness. 

Orbit. 

Lacrymal Apparatus. 


29. Otology. 


General. 

Systems, Manuals, Text-books and Treatises. 

Addresses, Lectures and Essays. 

Collections. Individual authors. 

Collections. Several authors. 
History, Literature and Statistics. 

Legislation. 

Study, Teaching and Research. 
Anatomy of the Ear. General and Special. 
Physiology and Hygiene of the Ear. 
Etiology, Diagnosis, Semiology, Prognosis and_ Treat- 

ment of Diseases of the Eye. 

Abnormal and Disordered Audition. Deafness. 
External Ear. 

Auricle, External Auditory Meatus. 
Middle Ear. 

Tympanum, Eustachian Tube, Mastoid. 
Internal Ear. 

Labyrinth, Auditory Nerve, Ear and Brain. 


Deaf-Mutism. 








30. Dentistry. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Dental Jurisprudence. : 
\natomy, Embryology and Histology of the Teeth. 
Physiology and Hygiene of the Teeth. Dental Prophyl- 
axis. 
Dental Diagnosis. Dental Radiography. 
Dental Therapeutics. 
Dental Pathology. 
Diseases and Injuries of the Teeth. 
Dental Caries. 
Pyorrhea Alveolaris. 
Operative Dentistry. 
Anesthesia. 
Operative Technique and Methods. 
Exodontia. 
Orthodontia. 
Prosthetic Dentistry. 


Dental Chemistry and Metallurgy. Mechanical Dentistry. 


31. State Medicine. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Study, Teaching and Research. 
Congresses, Conventions and Exhibitions. 
See also 32B Public Hygiene. 
“34 Medical Jurisprudence. 
36M Sociology. 
Medical Profession and the State. The Law and _ the 
Physician. 
Legislation Relating to Medicine. 


“ce “ee 
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See also 1N Medical Education. 
*  —~1P Medical Ethics. 
1Pw Women as Physi¢ians. 
2B Vivisection. 
3Ah Anatomy. 
22Hh Pharmacy. 
28Ah Ophthalmology. 
29Ah Otology. 
30Ah Dentistry. 
33Ah Military and Naval Medicine. 
34Ah Medical Jurisprudence. 
35Ah Veterinary Medicine. 
Legislation Relating to Registration of Births, Mar- 
riages and Deaths. 
Medical and Vital Statistics. 


32. Hygiene. 


General. 
Systems, Manuals, Text-books and Treatises. - 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Study, Teaching and Research. 
Laboratories, Methods and Apparatus. 
Museums. 
Congresses, Conventions and Exhibitions. 
Public Hygiene. Sanitation. Prevention of Disease. 
International and National. 
State, Municipal and Rural. 
State Departments. Public Works. 
Boards of Health. Sanitary Officers. Public Health 
Service. Laws, Organizations, etc. 
Sanitary Inspection. Regulation of Trades. 
Recreation Places. Streets. 
Treatment and Disposal of Refuse. 
Nuisances. 
Air and Soil. 
Water and Water Supply. 
Ice and Ice Supply. 
Sewerage. Drainage. 
Quarantine. 
Administrative Control of Communicable Diseases. 
Disinfection and Disinfectants. 
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See also 22Ec Antiseptics and Disinfectants. 
“ “ —23F Asepsis and Antisepsis. 
Hygiene’ of Transportation. 
Disposal of the Dead. 
Personal Hygiene. 
Hygiene of Occupations. 
See also 19F Neuroses. 
“  * — 27Fo Occupational Skin Diseases. 
“34 Toxicology. 
32M _ ~—— School Hygiene. 
32N Hygiene of Habitations and Public Buildings. 
320 Hygiene and Management of Hospitals. 
32P Hygiene of Penal Institutions. 
Tropical Hygiene. See 21N. 


33. Military and Naval Medicine and Hygiene. 


33A General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History and Literature. 
Campaigns, Expeditions and Battles. 
Memoirs and Recollections. 
Jurisprudence and Ethics. 
Study, Teaching and Research. 
Congresses, Conventions and Exhibitions. 
Recruiting and Recruits. 
Personal Hygiene. 
Rations. 
Posts. Barracks. Quarters. Camps Transports. 
Morbidity and Mortality in Military Service. 
Hygiene of the Battlefield. 
Hospitals and Hospital Ships. 
Military and Naval Surgery. 
Naval and Marine Hygiene. 





34Ah 


34B 


34C 
34D 


34F 
34G 
34H 


34. Medical Jurisprudence and Toxicology. 


Medical Jurisprudence. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Study, Teaching and Research. 
Congresses. Conventions. 
Cases and Statistics. 
Trials. 
Malpractice. 
Medical Evidence and the Medical Witness. 
Privileged Communications, 
Medico-Legal Examination of the Living. 
Examination of the Dead Body. 
Causes of Death. 
Capital Punishment. 
Medico-Legal Relations of Insurance. 
Medico-Legal Examination of Blood and Other Stains 
and of the Hair. 
Sexual Medical Jurisprudence. 
Toxicology. 
General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 
History, Literature and Statistics. 
Jurisprudence. Trials. 
Legislation Relating to Poisons. 
Sale of Poisons. 
Poisoning. 
Poisons. 
Physiological and Chemical Action. 
Gaseous. 
Inorganic. 
Organic. 
Non-alkaloidal. 
Alkaloidal. 
Animal. 
Snake Venom. 
Food, Ptomaines and Allied Bacterial Products. 
Synthetic, Proprietary and Patent Medicines. 








35. Veterinary Medicine. 


General. 
Systems, Manuals, Text-books and Treatises. 
Addresses, Lectures and Essays. 
Collections. Individual authors. 
Collections. Several authors. 

History, Literature and Statistics. 
Study, Teaching and Research. 
Jurisprudence and Legislation. 

Anatomy of the Domesticated Animals. 

Physiology and Hygiene of the Domesticated Animals. 

Etiology, Diagnosis, Semiology, Prognosis and ‘Treat- 

ment of Diseases in Animals. 

Veterinary Bacteriology. 

Infectious Diseases of Animals. 

Parasitic Diseases. 

Blood, Lymphatics, Ductless Glands. 

Circulatory System. 

Digestive System. 

Genito-Urinary System. 

Locomotor System. 

Nervous System. 

Respiratory System. 

Diseases of Special Organs. 
Eye, Ear and Skin. 

Veterinary Surgery. 

Veterinary Obstetrics. 

Veterinary Toxicology. 

Horse and Mule. 

Cattle. 

Sheep and Goats. 

Swine. 

Dog and Cat. 

Poultry and Birds. 

Fish. 

Wild Animals, in and Out of Captivity. 





Natural History. Science. Sociology. 


Natural History. 
Botany. 

Agriculture. 
Vegetable Pathology. 
Science. Technology. 


Chemistry. 
Physics. 


Sociology. General. 
Insurance. 


Education. 

Education, Position and Employment of Women. 

Family Ethics. 

Sexual Ethics and Morality. Social Pathology. Pros- 
titution. 


Social Ethics. 
Humanity. Philanthrophy. Charity, etc. 
Defective and Dependent Children. Cruelty to Children. 


Employment of Children. Child Welfare. 
Delinquent and Dependent Classes. Prisons. Reform- 
atories. 


Evil Effects of Alcohol, Drugs, Tobacco, ete. 


37. Inaugural Dissertations and Theses. 


Directories, Almanacs and Kindred Publications. 


39. Hospital Reports. 


40. Public Documents. 


41. Periodicals and Serials. 


42. Publications of Societies and Institutions. 
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The History of Medical Libraries. 


The editors of the BULLETIN are collecting material for a history 
of the medical libraries of America. To this end a questionnaire has 
been sent to all the medical libraries of the country for data to be 
used in the preparation of the work, and already a considerable amount 
of material has been received. There is, at present, no one volume, 
authoritative work on this subject so that the need for such a publica- 
tion is evident. Apart from its historical value it will be of use to 
those who are planning library buildings or contemplating changes in 
their classification or shelving, as we expect to include floor plans 
and photographs as far as we are able to obtain them, together with 
much information:as to the actual management of the various insti- 
tutions. 

We are particularly indebted to those who have been good enough 
to furnish us with material and shall be very much obligated to any- 
one who can furnish us with additional facts or photographs or sug- 
gestions. 

If there are any libraries which have not received the question- 
naire we trust that the omission may be made up by someone volun- 
teering to furnish the information. The histories of a few of the 
larger and older libraries have been delegated to special authors and 
Dr. Fielding H. Garrison will furnish the introduction. We trust 
that this volume may be finished in time to celebrate the twentieth 
anniversary of the foundation of the Medical Library Association. 





Our Next Meeting. 

Last December the Executive Committee voted to hold the next 
meeting of the Association at Chicago, on June 12, at the time of that 
of the American Medical Association. Plats were laid accordingly and 
the interest of members and physicians in Chicago was promptly so- 
licited. 

Since that time, however, conditions have changed to such an 
extent that an expression of opinion is asked from those members who 
could or could not attend. Wil! the increased cost of transportation 
make it impossible for you to attend the Chicago meeting, or may we 
count on you to be present? Will you take some part in the program? 
Please state freely your opinion of the time and pace selected, and 
mail same to the secretary at once. 

As this will be the twentieth annual meeting, an unusually good 
attendance shou!d be in order under normal circumstances; and it is 
to determine the effect of present conditions on medical libraries that 
we wish to hear from you. 
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